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Thompson Ramo Wooldridge Inc. 


Loa Angeles, California 
Dear Jack: 


DPD 535-59 
Copy Jef 4 
20 Jamuary 1959 


Reference in made to your letter CMCO Doo. No. 151X4.1313 
dated 12 December 1958 in which you propose to flight test 


either Serial No. 107 or the revorked Serial Ho, 102 of Systex 


4 to prove out the effectiveness of your noise suppression kit. 


Due to the extensive rework that has been performed on 


System 4, Serial 102 we feel it would be appropriate to flight 


test this unit. 
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Very truly yours, 


25X1A 


Contracting Officer 
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